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Ames Worsted Company Bam 




1941 Holland 

Located at Hatnil ton Reservoir. See also: County Kigkw ays (Ho Hand) - M Aines Worsted Company 
Dam Repairs" - db 1x014. See also: County Roads Flan #1 fi^^i) Repair Holland Dam - Ames 
Worsted Co". 



City/Town 



Holland 



Dam 



Ames Worsted Company Dam 



Name 



Ames Worsted Company 



Water 



Hamilton Reservoir 



Oetofcer 29 t 19 5& 



imBB Worsted Company 

&«tiilriige f >& ssaehuse tts 

8estle&en* 

In accordance with the provisions of Chapter 253 § Section 
lt-5 et seq* of the General L&vs t Tercentenary Edition* relative 

to the inspect ion 9 condition and safety of the a ass of Hatspden 
Cotaty* you are hereby advised that your clem located at Hamilton 
Reservoir in the Town of Holland, lias teen recently inspected 
hy our Engineer s and your attention is called to the following 
conditions no tec and recosBaendations tta<5« hy hias 

51 At the easterly side ef the spillway near the 
bass of the paved slop© of the spillway, a sunken 
ares ims found* This p. re a usually is •under water* 
however* because of th© existing lo^wster level 
in the reservoir* it was exposed on the day of 
inspection, There is clso a ounfeen hole In the 
sand of the easterly ehuteent srddvay between the 
spillway structure and th« read* 

Both of these holes,, or sunken ©yeas, should he 
opened and investigated snd sny hidden cavity 
should he completely and tightly plugged** 

Any further information concerning this matter 'which you 
nay desire will he furnished by this office upon request. 

¥@ry tsaly yours f 

By _ , _ 



: 

L 



SOLE SELLING AGENT 

Ames Textile Corporation 

empire state building 

New York Cjty 



AMES WORSTED COMPANY 

HAMILTON MILL 
SOUTHBRIDGE, MASSACHUSETTS 

November 3* 19^2 



Commonwealth of Mass* 
County Commissioner's Office 

Springfield. Massachusetts 

Gentlemen: 

In answer to your letter of October 2\x 9 this 
is to advise that the conditions referred to have 
been taken care of so you may record this job as 
being c ample ted* 

Thanking you 5 w e remain 

\Terj truly yours , 

AMES WORSTED COMPANY 

William Hampshire 
FUa nt Engineer 

WH:do 



Eob-Eee Seal ty Corporation Dam 



tg&SS Holland 

Also see: Dam Eeport Section - Holland. 



City/Town 



Holland 



Dam 



Eob-Eee Realty Corporation Dam 



Name 



Bob-Eee Realty Corporation 



\ 



\ 



\ 



BOB-BEE REALTY CORPORATION 

Easthampton, Massachusetts 

IfoveoB'ber 28, 1952 



County Commissioners £? q' 

Court Hous*-.- ££* 

Springfield, Mass* p 



Sentlemen! 



This is in reply to your letter of the 26th, advising us as to the g* m 

condition of our dam. ^g 

Evidently the party that made the inspection of our d&m was not ® j£ 

familiar with the construction of same. The dam in question is not ^ ** 

a soil dsau It has a core running the fiall width of the dam - 75 B 

feet, constructed as per enclosed drawing* Please note that the core § fL 

of the dam is made of concrete reinforced with a steel rod h feet at ^ 

the "base and 2 feet on the top* It is imbedded h feet fee low the bottom © pi 

of the water line. It has an emergency 10 inch pipe x*ith a valve for g ^ 

draining he&ides the regular spillway which is k feet wide and 2 feet g, ° 

deep which is also made of concrete and steel* So you can readily see a> p 

that we are prepared for any emergency that may arise* ^ q 

In addition to the afeove our caretaker makes weekly inspections of the e^ 

overflow and screening which you mention* The same is done after every kozs 
heavy storm* 



BGB-BES TTEALTY CORP. 



<*&" »&?&& ^f-ff 




no 



We x^ould appreciate your comments urcon receipt of this letter, O 

o 

"Very truly yours 9 ts 












c 



EG3:U. Id* 0, Schaeffer - ' ^ c* 

l ne& Northampton Highway ^ 

Smiths Ferry- Holyoke, Mass. 



Cimmiings Dam 



a Holland 
Also see: Dam Eeport Section - Holland. 



City/Town 



Holland 



Dam 



Cummings Dam 



HOLLAND 
D09003 



CUMMMGS DAM 



NO IMAGE ON FILE FOR THIS RECORD 



(INFORMATION EXISTS ONLY ON A FILE CARD FROM THE 
OFFICE OF THE FORMER HAMPDEN COUNTY ENGINEER.) 



Domaingue Dam 




1^70 Holland 

Location adjacent to the roadway leading into Holland from Wales. 



Dam 



Domaingufi Dam 



Name 



Domaingufi 



HOLLAND 
D09004 



DOMAINQUE DAM 



NO IMAGE ON FILE FOR THIS RECORD 



(INFORMATION EXISTS ONLY ON A FILE CARD FROM THE 
OFFICE OF THE FORMER HAMPDEN COUNTY ENGINEER.) 



Wing Dam aka Stevens Brook Dam 



1^33 Holland 

Located on tributary of Stevens Brook. 



City/Town 



Holland 



Dam 



Wing Dam 



Dam 



Stevens Brook Dam 



Name 



Wing.GH 



Water 



Stevens Brook 



■&£'<&£>. %3&t. 6^ &■ M*.^ w-w 






^ri Sergei eg-' street, 



lies with tfcs provisions of Sect:-os 
45 of Chapter 253 o£ the Gantral t^ra se osaMaa % 

Chauter 3S4 of the Aote of 1^25 and as farther amended 
by Cha^tar 178 of the lata of 1&S4 relative to *&« in- 
spection, condition «i£ safety of tfce Sans of EsapaeB 
oktni2% iron are notified mat ycur dam* lobe ted on a 
ssfill tributary of 3teTeras Brook a a -a si lad 1b tie Scram 
of Holland, haa basil Instated l;y our engineer aad ■ 

attention IB a ailed tc the Allowing re oo; viands tlcra 
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April 26, 19m 



Mrv ©* E« ting." 
4-g- Berkeley Street t 

Bear Sir: 

In &ecor<i? nee with the provisions of Section 
45 of Chtpter £5S of the Gener&l Le^£ es tended by 

Chapter 324 of tr*e /efce of 1912 fad fs further * mended 
by Chrpter 178 of the i.efcs of 19£4 relstivs to the Ijd- 
epeetior'. t condition -M e&fety of tfce di-^£ of Hampden 
County, you tre notified thet yo^r fi^r*;, loeeted on the 

tributary of Stevens Broafe, eo c^IIed 9 it-, tte Town of 
Kollf.nd/hee bet* inspected by our e#£ir\eer ^*j.& your 
tttetitior* is celled to the following' con5.it ione noted 
end recommends tione mtde by him; 

"There is some stonework plrced across 
the upstre?tsi end of ^he overflow ew&le for 
the purpose of rfisii.£ tte porjd. This stone- 
work should be removed * tm the s**.Ie pevei, 
preferably with sto&e*" 

Now, therefore, im ©eowdEnae with. Seaiioia 46 
of ssit Chapter 252 f it is ordered ttet the abo^e re#om- 

meate tion be eoiipliei with, in s reasonable length of ttae* 

Any furt fear information concerning this matter 
which you may desire will be f&r&ished by this off i ee upon 
request * 

Yeurs very truly # 

ccmn coiacissiosiis 

By 



"5SiTrlrE* 
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Hamilton Reservoir Dam 




1^3^ Holland 

Located on Hamilton Reservoir. See also: County Roads Plans #10 & #11 (1^57) & f 1-95*0 "Hamilton 
Reservoir Dam Restoration". 



City/Town 



Holland 



Dam 



Hamilton Reservoir Dam 



Water 



Quinebaug River 



Water 



Hamilton Reservoir 



mmm c*, wm 



tit ft&i steM; 
8a£j«fciii» Kit** 

£«&f *r. ftgfe#t 

&«&»•*& flat copy- @f a l#*tMr ft** 

■.J.fr&te** S***rf#* &l#amff SftgtaMV «m»«**r 

orruMiv. it*®- @6w**ar ^i»t*si4««i« tm* &*» put. *s$& 

do the nmam&metf after reading same . 



8g 

■•■•• :: "«ai: 



fti iH Ht nJ ii W M *; »; yUW 



25? 




DISTRICT #3 - 478 Main st*, 



Worces ter^ Mass, 



HOLLAND 



March 22, 1939. 



Mr* Charles W. Bray^ 

Chairman, Hampden County- Commrs., 

Spr ingf i el d , Ma s s . 

Dear Sirs 



Recently Mr. Roberts, Superintendent of 
Streets in the Town of Holland^ called to the attention of 
this office the condition existing in the Town of Holland 
adjacent to the Hamilton Re servo ir, which he felt was a 
dangerous situation and should be corrected* 

He stated that the dam at the Hamilton 
Reservoir ^ which was in part washed out by the flood and 
hurricane of last September, has been repaired temporarily 
by the owners and he feels that the dam is still in an un- 
safe condition, 

Mr, Roberts requested information as to 
just what could be done and he was told that the law on 
dams gives jurisdiction to the County Commissioners, and 
it was suggested to him that the Board of Selectmen petition 
the County Commissioners of Hampden for examination of the 
dam* 

1 am calling this to your attention because 
of the fact that the Hamilton Reservoir is a large reservoir 
at the head waters of the Quinebaug River and was the cause 
of a large portion of the flood damage of last September. 

The matter is referred to you for whatever ae- 
tion^ if any j you may wish to take, 

Yours truly, 



FWG/QG 
Copy FWG 



^.llfr™^^ 



W. J. Daltefn. 
DISTRICT HIGHWAY ENGINEER. 



September lM-,1956 



George B. McDonnell, 
County Hydraulic Engineer, 
Bower 8 and Fequot Street, 
Holyoke, Mass. 

Dear Mr. McDonnell: 

We have received copies of petition 

addressed to the Board of Selectmen of the Town of 

Holland and the petition reads as follows: 

To the Honorable Board of Selectmen of the Town of Holland, 
in the County of Hampden, Commonwealth of Massachusetts, 
and to all other interested persons and the proper Depart- 
ments of the Commonwealth of Massachusetts: 

PETITION , 

We, the undersigned, owners of real estate adjoining the 
Hamilton Reservoir, in said Holland, hereby petition the 
above-named that in the erection of the proposed dam to 
confine the waters of said Reservoir, due regard may be 
had to maintain the spillway to the same level as was pre- 
viously maintained before the flood of 1955* *hd to make 
said level auoh as to accomodate owners of land bordering 
on said Reservoir, to the extent that bathing beaches and 
other facilities may be preserved to said owners as for- 
merly maintained before the advent of said flood which 
caused said dam or a part thereof to be destroyed. 

Very truly yours, 
HAMPDEN COUNTY COMMISSIONERS 

By 

WFS/N Chairman/ 



PETITION 



To thm Hwormhlm Amu* «f ^ T flk ,, mt to 

.~ir..i. .. 14 HCXU-, „„.* p . tlMo . m .„.„„„., ^ ^ ^ 

«..«„ .r ... „„...< 4 „ u nnfiM ^^ , f gaU H#<wtir> ^ 

.!.«!» -»«« *r.„ th . fx ..« ef 19fa6i ^ to ^ ^ UTrt ^ 
- t. «.,* d.t. o.Jpr. ., W bora. llnK „„ „ ald KBMrToiri t , , h . 
«*«. «», ..fto. ,«,., .„, >ta „, MmtMi ^ „. preaerTed ^ u 

«n.r. „ for „,. ri , BttlBt . ln ^ w „. ta# -w-t #f mw ^^^ ^^^ ^ 

•* »uil i«« or , p.rt tft.r.f.f „ ta i.,,^^. 
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^huJU^u^ 0A4JUJI 




:o tiw *tonor»oi« Hoard «f oelaotuen af tna Ti-wn of Holland, in tna 
Jounty of iiwjjfi'lMii UotmoomiwHlth of Haeeaoliua-aUe » and to all ©thai 
inweated pareona and tno prop or Department* of tno uomi^nwealth of 
naaaaahuaettai 

«e. the under aitmed* onnera of real eatnte adjoining tna w<*aiU»a aae- 
arvelr, in aald Holland, neraby petition the abave-nanei that in tha 
erection of tna propoeed dan ta oonfine the %tera of aaid neaervoir, daa^ 
regard nay Ha bad to laintain tho spillway ta tna auaw lava! aa-nna pre;. 
Tioualy (ouintninad barer* tna flood of I»ft6, and to aaka aaid XoYel euoh 
aa to acooiioilate ovrvare of lanAl bordering on aaid ttenerToir, to the 
extant tnat bathing beaehee and other raeilitloa nay be preaerreri to aaid 
oenere ao formerly maintained before tha advent af e:Ud flood anion oa*e- 
ed Buid d«oi or a part thnrafef to be laatroyed. 






«Ml/ % U * O . HAM 



lsoal a nu^j: 






4*(**+ 






h 



h 



ii 



»/ 



/ 6 l^r^Mu^r^S^ 









Oxu4s> 







niiii an 



aawaur-'M 



^U. 



■MoanM 







J ^Zu43*> & sty -^C^^C^Ot) 

fay fo*. £ fa**£ 







<*-*v-/ 





(H-c^a 








tfjU 6U^ fit. 

Y/ 







,* „*_,.. .„_,^.„, ■ „»,.*.,, ^ t „ t.,* » tt ^ W^i^'fVM Syf*U^<*M*<.'J>t^ i.t> !4'M[i4%l 



To the honorable aoard of aalectmen of the W wn or noliand, in the 
county of Hampden, commonwealth of Jjaaaachuaetta, and to all othar 
in*eated parsona and tna prop e r uapartmenta of tha commonwealth af 

Maaaacauaettat 

ItfTITIQE. 

te, t*e und.ra^nad. m.ra af r «»l aatate adjoining tm. namiiton «... 
•rToir, In aaid ^alland, hereby petition tiio ab.Ta.naMd t*at ta the 
araoti.n af the propo.ad dam to oonfina tHawmtar. .f 8a id ^aa.rr.ir. da. 
regard may b* bad to maintain tha epillway to tha .aaa laval aa w. pra. 
Tioualy maintained before ttha fl.od af 19b5, and to make .aid lay.l . U ah 1 

a. to .eoomodate ownare of to *i bordering on aaid ne.erToir, to the 1 

•xt.nt that bathing baaeha. and other f.aiiiti.. may De pr.^rred to .aid j 

•wnar. a. farmarly maintained before th. adTemt of aaid flood whieu aa.a. ] 

ad .aid dam or a part tha.efof to be deatroyed. 
**** U '" U "**« L^SAL ADDRJfiSS 
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To tJM rtonorkble Board of tfelooUaen of ttoe TonH of Holland, 

la ttee Jaunty of Hampden and uoiuroonwe ilAh of MaaeaGhueette, and 

to ail other intere.ittd p«r«Jiu and ttie pfo.iii >en*rtra*r;r # of 
the Uommonvrooltii of Ma* »aonueettoi 

i ;tixiuiu 

t, it: j ii)tiQ iii^n^'i i Owner* of real eetute uajoii.in^ the juu:*i*~ 
ton :teeerYuir In 4 Aid Holland, hereby petition the abov«_named 
that in the ereotiun of the propeeJ da to cQnfine the aetere of 
etrld *eeervolr # iue n^a^i nay be had to maintain the epilleay to 
the eace IhiI u w-ti pr«t¥ioualv maintained before the flood of 
1965 1 in: to Bake said level auoh ae te aooo&odata own© re of -and 
bora e ring on oald He*orirolr t to the extent that bathing beuuhee 
and othe; faollitioa maj be prte erred to oala owners ae fojraorl^ 
aaintalMd before tlie advent of eald flood wiiloi caused s^ld daft 
at a part t hereof to be leatroyed. 

A AMI Of IWflta ^G\ir- ADDRr.33 
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i-^tM.n of the To»» •* H»U»»A« 

v.1- Mfc^rd of deleotmen "* 

lB the Uount, of ««»*.» a.d o.rom.na.^h •' "" 

«- -.nd the prefer Oepe.rtment • 
t0 all other interested per.on. and tno p 

tn. Common** ltn of «*e»aehu.ettai 

rSTITIUM. 

r r- ( jtate adjoining th« rt * BiU 

„, the iwterilgMd. •*»•« of real uUt. 

■ r«l. L . aid Holland, herehy Petition the aho*--na.ed 

ton rtieeiToir in » »>■«■ *v,««t«re of 

j - to ccnfine th«w*vere M * 

^ u tn. .».»»» »' «» »'•»"' d - to C " w t . 

,4 mQV oa Had to maintain the epxllway 10 
.aid i<e*erYoir. dun regard -nay he had 

L e,.l a- w.a pre.louely maintained hofore the fl.«* tf 

the aanie l.e?ol aa * ^ * , 

*« ..rel ouon a. to accomodate o«neP« of *•«* 
1955. an; to *aXe eail iaTel ouon " 

to tna extent that bathint heaohee 
bordering on eaid HeaerToir, rnPmBri , 

>w ,r«*arved to *aia o«ner» *a formerly 
^ oth. facilitioa w* * praaervea 

, -+ «.* *nid flood whion caused a.aa a 
maintained before the uflrent of *aid 

„ a ; «rt meeeef to *, iaatroyad. 
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to Uf Honorable aeard of selectmen of tn. to *n G f maim^ $ 

in the county of harden and Commonwealth .f Maooachusetto, and 

to all other interred peraana ancl tJl , prop(jr Uapartmanti #f 

tne Uommonwealtn of Maaaaonueettei 

PJBTITIOIU 

«. tn. undo; „!,„.„, „,„„. , f real <>tata ^. lnii(g ^ ^ iu 
ton fW,.ir in . . Id J10lliBd> n(Jrrby ^^ ^ aboTe ^^ 
«»t in th. ar.otion or t*. ,,„.„ a „ .. ^.^ ^ ^ ^ 

"" M "" 0tr < *» Wf^l -» be „* to .aintain tJ1B , pUlway u 

th, aa*, !„.! „ waa pr0Ti0U8iy BinWMj ^^ t ^ fio(>d ^ 

1956, .„ tfl ^ 8aid UTO auoh m ^ aocom)dato omer> ^ iand 
bora.r in . on „ lu rteaerrolr> t0 um extont ^^ ^^ ^^ 

- .tor r..u lti „ ^ o. p re8arT . d l0 . aij ownera ss foraeriy 
or a part t„„reor to br ,i ea truy»d. 
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Hamilton Woolen Mills Dam 



ti)4i Holland 

Also see: Dam Eeport Section - Holland. 



City/Town 



Holland 



Dam 



Hamilton Woolen Mills Dam 



Name 



Hamilton Woolen Molls 



Water 



Holland Brook 



Efmiitoa woolen C». Mptst 27, I9*HL 

In feoeordauoe with tho provisions of chapter SftiS, 
diction 46 et aa-i* of the freneral ^s^b, ^rc^aian^ry 
£:iition f relative to tue inspection* c&nGiti&n ?4i4 

safety of tea dams 01* Kbiap&cm uouiity, you ^rn hersfcy 
aatifie-, that your daa on Koil;md £r&ak in P;$11ub& h&s 
b*on izisj^ acted fey our Engimj. r ^d your att&utioa Is 
called to the following aoaditiaiis uoted aiiC rsc£-!B~ 
mends lions m&da by hi&* 

rf it the fe&o& uf the channel ^*ui ranniii# 

ao vm stream from the aastariy ana of the 
structure *md t at a point ^mnit halfway 
to the highly "bridge, ther^ is a we^hoat 
which should oc filled in ^ith gravel*-- 

Any further information QmiQ^mixi^ this p-^tT-er ^nlati 
you nay desire will be furnished "by this office upDn repeat * 

Yo$rs irery truly, 



mmmmmm. 



Hamilton Woolen Co. Auguet 2?) ^ 

Southbridge, Mass. 

Gentlemen: 

' . . In aooordanoe with the provisions of Chapter 253 
beckon 45 et seq.. of the General Laws, tercentenary 
iuait ion* relative to the inspection, condition and 
safeoy of the dans of Hampden County, you are hereby 
notified that your dam on Holland Brook in Holland has • 
been inspected by our Engineer and your attention is 
called to the following conditions noted and recom- 
mendations raade by hi®. 

"At the back of the channel wall running 

downstream from the easterly end of the 

structure and, at a point about halfway 

!« £ e l^^way bridge, there is a washout 

which should be filled in with gravel." 

Any further information concerning this matter which 
you may desire will be furnished by this°off£ce upon ripest. 

Yours ver^ truly, 

COUHTY OOmilSSIOKERS 

B y ' 

" " "'"ujfiairman 



Holland Rod & Gun Club Dams fka Holland Fish & Game Club Dams aka Rorabaugh Dams 




1933 Holland 

Located on small tributary of the Hamilton Reservoir. 



City/Town 



Holland 



Dam 



Holland Hsh& Game Club Dams 



Dam 



Holland Rod & Gun Oub Dams 



Dam 



Rorabaugh Dams 



Name 



Holland Rod & Gun dub 



Name 



Holland Pish & Game Club 



Water 



Hamilton Reservoir 



&&m 



Mb j 19 1 1933 



674 Buch&nsn Piece, 
West Bevy ark, B'* 1* 

De*r Sir: 



Tour letter of Kay ll^h addressed to ths 
CtnmissiomrB of Efrrcpden County relative to your arm in 
the To*n of Holland h^e been turned over to ma ^bo 
inspected tfce structure anfi reported en Its c addition* 

The inspection of the d&:& was made on Oct, 
29th f 19S2 and It tes then found tfcsfc a fish sores* of 
small mesh waa fashioned Ob the spillway tor tna vursoss 
apparently of not letting fish p*3e ifcrcmgi': from the" 
pond doianstrefcm* Ihis screen 3*e b&efced ; ip *ith lea^as^ 
greeree &£.d dsbris which blockefi the ret her shallow 
splll*fey &nd caused the pond to r4ae &nd flo* OTe^ the 

tOp Da mHCI d£\£fi* 

the e£rtfc~*or^ f shout a foot I 

the plank filing- end raesonrj 
of fi*& or six feet end to i 

Beerusc of theee %o& 
' le notice of &" : ty l£s 
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shsd out far a 
)1 seTerol feet;* 
tione found Du Oc*. S3ih 
0-6.L t tD J'Oul r^e ©fejeo'u 



of tbt notice ^e not 

using jour d*r 

your attention to *ne onager or losing stie structure 

hecsmse of the piecing on tne spillway of fish screening 

th^ t mn 






i&lly get& blocked rztzh l^e^es^ trasses ete^ 

It s^e^s th&t If' you iesire id o)£:lat.>itx the d^rr. 



sM e-t fcha E.-'caetisj* 



an 



e^Eieti-Sis asa risn sore-:: 
ssfe tbing fca do is to give &■ ^aeh d^^^e 
the spilli&?-y by lowering its eres^ or I*£ 

th6 dSl: ( 
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V: : ^ '■■fj ^ J^ 
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tm ^^ehout t-bove referrefi to etserr&a on ^ct. £3iB wee 
repaired sni the fish ecre-~niiig rsr&ored. 
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res in goad condition. ?tro^), 



ittr le^te^ it Sf-pea 
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ha4 forgo c tea about the repairs wnich mast- mw® been oa&e 

§n jne structure between Oct. 29th end l/.&y 4tb lest. 

In conclusion it ee.v be stated Ibet the ssfvty 
of the decs^ should be your firet consideration beeease * 
should It; f&il, not considering any de siege done thereby 
'6© other b } it would at least; be a serious Idss to vourselU. 

2tie object therefore in sending yon a notice was 
to are* ycur attention to the danger to trie structure ^y 
carrying on ihe splllvsty fieh soretninj? which Had already 
ceased the pond r-o rise end top tne dsa. 



fours very truly. 



-g- 



Key 10, IfSS 

674 Bucfceamon 2-laee t 

West Ee* Y^rk g K* J* 

Besr Sir: 

In accor&rnoe *ith trie gravis lone of Section 

45 of Ch^puar £53 of the General l£^s bb verified by 
Chester 234 of the Acts of 1S2S *n& es furfch-.r emended 
by Chapter i?S of tm acts of 1S£4 relatire "to ths ir,** 
s£eetion f condition end safety of the drms of i : amyt%n 
County, you sre notified that jour £*.&, located Oxi o 
sm^ll tributary of the ^&&ilton HeserTOlr In -as Tswn 
of nolltnd* Ksss., has been ines-fccte-d D5 our en&ine-er 
ei,d your attention is or lied to the following conditions 

r- f\ ^ ^/ ^ -r ■ r 1 , -^ T* 1 <& /fe ffc ¥T- W" ^ «n „*§ -^: ^ ■? 5*$ <**. $3 f^ ^- ^ J&. "K t^ ^ * f?\ ■■* 

n k concrete spill^y ten inches deep &n& e^oat 

f^r f*et *ide is located in t)?e toj of sue 4am ne*r 
the center « Os this Epill*£y wb f^Hnioaad $ fi»fc 
aereen ttftieh tended to collect lea?es f *ss. , and 
rsise the Jaeigfet of tlie pond* T'-videntij 4^:sg~ ^r-e 
fione by this srrsngeieent for it aee^s *h&s the fern 

is? ** ffl f ftr. v ^^ c «*"■ ^ & f k* P ^- f* h *# P *hA^ t ^ ?'■ '^-^ £- h *?*■ ?" :' ! i p p-~ "b £'= Ti *9"r\ P ^ 'H „. 

It is ther-efore re€0^.^e::£ed thst fc^r- 
no fiefc screens or fif-sh feo^rae ^e pla&ed or '^be 



fi-:illw?y to retr rfi the n&tn:- i o?arr 



^,. L^ J i'~ r -'_ Jh ^jp i- 



?J| f%&* J ~- H /-■ ^';=i.i r J * i **- "3°* #i -^ jf". ^ ^ jft i^i '^^ j "r: f* .^' " , -" : '» ^ i =: ! ^ c'-- f 11 i'' ^ — - ^ ■£" : ~- 



r^ - r ^ if? j:- r 1 <*) ?5 S£ V4 SB* -<: ^^ n-- "j 1 1 f f 1 ^ w '; t h 



K I* ^' x U L ^UiU i=. a.> - : - y ^ ^< ^ jL ^ * 



i ^ y^ ^ L a t*. i- \ v . ■■'-: '=■ >;■ ^ ^ ^'^i ' ; ^; r^"? 7 " 



request # 



Yotrrs Tery try' 
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"CST^EaST 



rov. 12th. 1935 

Mr* Thomas J. Oostello Chairman 
Go, Commissioners 
Springfield Yass, 

Gent&imen: - 

Your letter of Nov* 6th, received and noted. It is my 

intention to spend some time on my property in the near future, 

at- this time I will repair the Dam you speak of, It is my intention 

to reinforce this stone work considerable this coming year, also to 

complete Dam # 2, 

I had noticed there were some loose stones, but having so 

many things to look after I have been slow in making repairs* 



Thanks for your interest 



hespectiuiiy" yours . 

O d-iil <^ O -i.'.J o I \. U i. C-L ^ a.- U^v_ i 

675 Buchanan Place 
vVsst hevy York K*J «. 
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jfest New York N,J< 



Mr* James L. Tighe Conaullng engineer 
Holyoke Mass 

Dear Mr. Tighe:- 

Your letter just received and read, many thanks 

for same, I appreciate the very fine manner in which you 
explain matters, 1 wish to agree with you regarding the 
matter of screen, height of Dam ect, I have been dissatisfied 
with the screen as you saw It, due to the fact that It did as 
you say collected leaves and ralsedthe water , I have" been 
studying the matter of screens and I expect to make an entire 
different arrangement .also i expect to raise the embankment 
as you suggest , 1 aiso expect. 10 arrange that my caretaker will 
spend more time to see tnat an is well, 

As you know I contemplate another Dam just below the 
one I now have, yo-ir associate was out and looked the ground 
over and said that I could go ahead , but P Inane I ally I will 
not be able to do much this year. I will be up there June ""3rd 
for two weeks, during that time I would like youto take a run 
out, and we will discuss matters. 

As I understand your letter you are not vetoeing 






y -L >~> 



I will try to comply with the fish law and 



arrange screens that : ..- -.are safe. 

T.j Afl',A ^fl+ ■fn 1 7 Iff TT '^ f ! " ' - CI 
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ir* ( i nomas j. uosteilo ■: 

lr* Ghas ?h Bray 

Ir* Maurice Ch uonohoe. 



Your letter o£ hay 10th at hand, I note 
juu nave uu day regarding my small piece of property in 
mainly regarding the dam, At this time I v:ish to 
make It plain tJ^Lhat I am Interested to develope that prop- 
erty for" the raising of Trout, I have applied to the 
Commonwealth of Mass, Department of Conservation, Division of 
Fisheries and Oa:pae for a permit to raise rlsfu this has been 
granted, and I ba.ve same, In a phamphlet known as « (nulesand 
regulations for the artificial propagation and maintaince of £ 
fish), and { In accordance with' Section SI, Chapter 1.51, G-ener 
Laws) Paragraph 3 , reads. as follows, 

Any Inlet or out let of such reservolus or natural ponds 
shall he suitably screened to insure exclusive controls or to 
prevent the mingling of wild fish with the propagated, and 
all such DrooRsor streams shall be acre ned within the limits 
of the premises of the permittee. 

How it appears that I am trying to comply with the Law in one 
ease and 1 am wrong in another, nodoubt there must De some way 
out, in order that I may he permitted to carry out my plans, 
surely all my hard work and effort shall come to naught, there 
is ahsolutly no chance of making a living on that piece of 
property unless something of this kind can De made to pay, and 
I have faith In it, and was hoping to make a small staff thls^ 
year^Dut this is discouraging on top of all the rest of trouble 
I have had* 

I would like to ask when the eftgimeer examined the dam and 
found a ditch In it f to my knowledge there has been no ditch 
since a year ago last April, as you may know I had great 
dlfllculty in holding the water the first two years it did wash 
In the spring as the frost went out, but since I fixed it the 
entire length with lumber, I believe there has been no ditching 
In fact when I was there less than 30 days ago It was all right, 
At that time, and at the present there Is no screen to protect 
me from loss" of fish, as some one had gone there and destroyed 
the screen so my caretaker said and he did not know who did It 
or whether he should replace it, at the present time the 
screen is out and of course I am not complying with the Law 
regarding 1% $ and I suppose I am suoject to loosing my 
permit ,- . 



(2) 



M o w i am arix I ou a to car ry out my p l an s , and of c ou rse 1 

hope to De able to satisfy every oneand o'bey all law and 

order, and try and make an honest living, with your assistance 
I hope to progress. 



^ n fn r 



am unable to understand who, or why there has been 
any complaint^ or damage, I have made It clear that the entire 
project Is entirely -within my property * this I did for the 
Game and Fish flomm, in order that they would grant the permit 
I meeded. 



I surely hope this matter can De cleared up sat isf act orally 
to all concerned, It as a great diap ointment to me If I am" 
not able to comtinue In a satisfactory manner without more 
trouble and delay* " . 

Please consider every thlfcg carefully and advise. 

Respectfully yours « 
James E* Rorabaugh 
674- Bu ohana:- Place 



West New Yo^fc N.J. 
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3ft$tettfe** S* 19*2 



ltr« James 7^ Horabaugh 
674 Buehannen i ; lsee 
West Kew York 
Eew Jersey 

Bear Sir; 

la accordsn&e with 
Section 45 et sea* of *he 
Edition, relative to the 
of the &&B3 of Hampden Co 
that your lovier dem on a 
Reservoir in Holland* Mas 
engineer e&d your attaati 
eonditiDOB noted and reeo 



the provisions of Chapter S53 f 
General la^a, ff ere eat en*? ry 
inspection, condition aa& safety 

uixty* you i^re hereby notified 
tributary of the Kb mil ton 
a* has be en inspect e& by urn? 
00 in called to the following 
mffjendrtinae tt£de by him: 



lt The overflow of this dam eonaiats of a plank 
sluice a bout 6 ft* in width extending aero as 
the top of the da&+ fhe aid emails of the 

sluice should be reined to a height of about 
a foot in order to prevent erosion of the 
e^rth fill along the edges of the overflow*" 

Any further information concerning this matter 
which y^u mBj desire will be furnished by this office upon 
re-iaeai* 

Youra very '-truly* 



rtx 






©laiaitia 



X^^T^r. 9^^ 
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Union City S.J. 
July 9th, 1944 

County Commissioners 
Hamd®& Go 

Springfield Mass* 

Gentleman;- 

Refer to your letter of Sept* B&& 1942, Last year I ms abel to be 
at my camp for a short period during Aug, I would like to spend some time there tMs 
Aug, My trouble is getting GAS from my ration board, te get up and baek f and they 
tell me that i£ I can show eause for going up, they ean give me special GAS. 

Could I have a letter similar to the one mentioned above, as I realy want to do somthing 
in improving the condition of the dams while there. and that would be about what, 
they would like* 

Respectfully yours , 



n -"t. 



James E* Rorafeaugh 




407-43 St. 




TXaiea City N # J» 
■■■■■) * 
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August 23» V}&> 



Besp Sfot 

la accordance sdtft the provisions of Chapter 253$ 

Seetion h$ et seq» of the General Lavs t Tercentenary 

Edition* rol&ti^a to the inspection^ condition aM safety 
of the aaias of H&mpdaa Qounty* yo^x are harel^ afiTiaed that 
your Xa^e^ dan loeatad in Holland ^ Kaas#% has h%mi xn&p^tmi 
I % cur Engineer and ycur attention is called to the follow 

| ing conditions tjB ted and recoiasendstiens mafie by Mm 

I w Iii a i^aeeirfc inspection of joixt Icraei* d£m* loeateft 

1 ia Holland*, thero is a leal located ten feet 

j eaatorly of the spillmiy* (Ira^ei should Im 

I r.l £>'^%^f1 ^V^V^ -^rl i'^i--^ ^"^^-^^^V^i^ fl-^ii^. -^^ -K;^^ rf-;^^-; ^V^- 

[ the location of tha 2©&l:* ft 

[■ . &ny further infestation concerning this &atte? mil oil 

I; you may desire ^121 be furnished by xhi^ office upon request < 

) mmm mmmmmmm 
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Septeaber 13, 2950 



Jesses E. Borabei2g& 

2^0? Melrose- Atohhs; 

Melrose Park* Illinois 

Dear Sirs 

Is accordance with the provisions of Chapter 253* 

Section ^ 5 et sea, of the General Laws, Tercentenary 
Edition^ relative to the Inspection, condition and safety 
of the dams of Hampden County, you ire hereby aavlsed that 
your le¥er 5as located In Holland, Mass.* lias teen inspected 
by our Engineer sM your attention is called to the follow- 
ing conditions noted and reeoasnendatlons made fey hisa* 

"In a recent inspection of your lover dam located 
in ■Holland, there is a leak located ten feet 
easterly of the spillway* Gravel should be 
placed behind the concrete wall of the fmm for 
a distance of at least ten feet either 'side of 
the location ©f the leak« ? * 

Any further information concerning this flft&feer lisl-ek 
you may desire vlll be furnished by this #ffi©# upas roejBasti 

Tours wiry tmly f 

mmm emmssmma 



% ... 

Chairman 



\ 

■ 

i 
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James L. Tighe Water Supply 

Philip E. Bond T1GHE & BOND Sewerage 

n <* . * rn Sewage Disposal 

r« n u Consulting Engineers w , ff p^^L 

Telephone & & i/tfater rower 

Holyoke 5525 1S9 High Street Dams 

Holyoke, Massachusetts 



September 13, 1950 

The Hon* The Board of County Commissioners 
Hampden County Court House 
Springfield t Massachusetts 

Attn: Thomas F. Sullivan, Chairman 

Gentlemen: 

Enclosed is another original and copy of a letter 
to Mr* James E* Rorabaugh* The enclosed letter is addressed 
to the new and correct address* The previous letter addressed 
to Mr. Rorabaugh at his old New Jersey address can be 
destroyed* 

Also enclosed is a ftew original page 2 of my letter 
report of August 16, 1950 on the construction of the coffer- 
dam at the Holyoke Water Power dam on the Connecticut River. 
The final paragraph of the letter has been changed so that* 
the separate dates on which plans and specifications were 
filed are both Indicated* 



Very truly yours 



BY G. H. McDonnell (SIGNED) 
County Hydraulic Engineer 



•O 



tonmb&r 7» 1951 



Jamms 1* Beraha&gb 
2%05 Melrose Atoss® 
Ifelre** Park, Xllinels 

3Bear lirt 




Loyer„ Daa t "Leakage voder the spillway see&s to have 

■decreased » The earth fill of the fiats afijaeont to the 
concrete vail has been -washed out from directly in front 
of the concrete vail* Slits v&shed-out fill should he 
replaced -with well tapped gravel brought up to grade ♦*' 

feaer |tegi "This clam is becoming traits dilapidated and 
is leaking through its foundation at the spillway* The 
structure should either he strengthened aad repaired and 
properly maintained or the vste? drowi doiai ane the daa 
breached •** 

lay further information concerning this natter which you maj 

MBMiTB will he furnished hy this office upon request* 

Yours ver/ truly, 

B 2 ; Mllliam F., Staple ton , 

Chair®aa 

TfrPffift 8 f r Sullivan 

**-*-^ Ralph P. Walsh 



Bee. 5, 1956 



L 



Bellaaft Wlmh and flu» Clafe 
mp* Carl Bapp 
e/o Boppf» fceadlag 
loll&iaf, N&ssaeluiBetta 



as the *»stiit of the A«guat iWS fiS? IS- a iS 4afll 
»ay* if the da. is *> bo JStSSif S P * G| ** Spiil " 

it 1b oeiaiS?; thai So 2ffr^ # ^ & f ye * be ^' » a ^ 

Very trial 7 yours 

B0AHB OF MM'ER COMMSSIOHERS 



March I 4* 1956 

Holland Pish & Game Glut* 
c/o St. Carl Bopp 
Bopp's Landing 
Holland, Mass* 

In accordance with provisions of Chapter 233, 
Section 45, et seq» of the General La?m, Tercentenary 
Edition, relative to the inspection , condition and safety 
of the dams in Hampden County, you are hereby advised that 
your two dams located in Holland* formerly the -property of 
Rorabaugh and located on South Wales Road, were inspected 
by qui? Engineer and you? attention is called to the condi- 
tion noted and recommendations made by him. 

At the Lower Bam, the fish screen was found to be 
in place and clogged with debris. One section of the fish 
screen was opened* fhis fish screen should be removed en- 
tirely from the spillway of the dam and not replaced until 
it is installed in such a itianner that it Mill automatically 
fail if it becomes plugged »ith debris. 

Use npillnay chute hms rotted oat ©osglsfely .and 
should fee replaced* 

During the flood of August 1955* the das was over- 
topped and a quantity of earth fill as well as a number of 
boulders were washed sway from the downstream side of the 
concrete masonry wall, fills condition should be completely 
repaired by replacing all material cashed away. 

Ob t&» date of issp^ctiom the f osi was found dnwia 
dona. 2Sie pond ihould remain drsim ants until all repairs 
have teen eea$l«$ed» 

When the repairs as recommended by the Engineer 
have been completed on this Lower Sam* kindly notify this 
office and an inspection of the repairs will be made by 
our Engineer . The necessary repairs will not require the 
filing of plans and specifications* 

The Upper Ban, though dilapidated, was found to be 
in a relatively satisfactory condition, and since the struc- 
ture is quite stable and a very shallow pond is formed thereby. 
no particular* improvements or repairs are required. 



Sit 



Holland Fish ft Same Club 
c/o Mr. Carl Sopp 
Holland, Maas. 



•S» 



Nbveh 14, 1956 



Any further information concerning your dams 
which you may desire will be furnished oy this office 

f#rf ; tartly f#isr% 

B«» « &SSf ¥ fWttSitttflliS 
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OB Holland 
March 26 > 1957 



Mr« R* M* Stuart, 
T* Q. Box. 191 
Br imf I el d , Ma a s * 



Bear Sirs 



Tour letter of Mar. 19, 1957 from, the Holland Sod & Sua Club, 
Inc., to the Board of G D unty Commissioners* has been received 
by the Board and turned over to the undersigned for compliance 
with your re quest • 

The comments regarding your lower dam that were contained In a 
letter to Mr* Bopp are as follows: 

"At fhe lower dam, the fish screen was found to be in pls.ee 
aBd clogged with debris. One section of the fish screen was 
opened. This fish screen should be removed entirely from the 
spillway of the dam. and not replaced until It Is Installed in 
such a manner that It will automatically fail if it becomes" 
plugged with debris* 

The spillway chute has rotted out completely and should 
he replaced. 

During the flood of August 1955* the dan. was overtopped 
and a quantity of earth fill, as well a£ a number of boulders, 

were washed away from, the downstream side of the concrete masonry 
wall. This condition should be completely repaired by replacing 
all material washed away. 

On the data of inspection the pond was found drawn downs 
The pond should, remain drawn down until all repairs ha Ye been 
completed. 

When the repairs, as reconsaended by the Engineer, have 

been completed on this lower dam, kindly notify this office and 
an inspection of the repairs will be made by our .Engineer. The 
neeessary repairs will not require the filing of plana and specie 
fieations." 

The above quotations were taken trm a letter to the Holland 
Pish & Same Club In offea of Mr* Carl Bopp and was signed by the 
Board of County Commissioners of Hampden County. 

The above information explains in general the recommended May 
in which repairs should be carried on at your dam. It is be- 
cause of the height and the general size of your dam that the 



**2«* 



structure aomes under the requirements of Chapter 253 of 
the General Laws of the Commonwealth of Massachusetts. 
The surface area of the pond itself does not necessarily 

control the el as si fi cation of the pond and its inclusion 

uslar the Law on dams* ' IP he Law has to do with the height 
of the dan and the volume of the pond* as wall as the drain- 
age area rather than the surface area of a pond. As long 
as a <lam Is 10 ft* or more in height, or can store a million 
gallons of water* the dam then comes under County regulations 
and ^t&te Law* 

If you desire any further information on ails matter, kindly 
call or write feha undersigned or the office of the Cotmty 
Coaami a si oners* Hampden Oourtty Court House * lliu ° treet, spring - 
field* Mass# The undersigned will be pleased to visit your 

dam during the tine repairs are being made to discuss the re- 
pairs with you and to offer advice on the- nork* This si»¥lee 
is provided by the County and 1b available to you at no 
charge • 



ery truly yours 






Gi!M/offlb 



Hydraulic Engineer 



HOLLAND, MASS, 



Please reply; 

R.M, Stuart, PQ Box 191 
Brimfield, Mass. 

March 18, 1957 



Board of Water Commissioners 
County of Hampden 
37 Elm Street 
Springfield , Mass. 



Gentlemen: 



Some time ago you wrote one of our members and suggested 
what should be done to repair our lower dam on our Club property 
located in Holland, Mass* This letter has been lost by Mr, K, 
Bopp to whom it was mailed* 



We are anxious to repair this dam as soon as weather 
permits and would appreciate your suggestions as to what you would 
recommend in the way of repairs to make this dam meet with necess- 
ary regulations. Also I am wondering if this dam would come under 
any regulations* the pond being considerably less than 1 acre in 
si&e* 



Very truly yours , 



R* M. Stuart, Secretary 
HOLLAND ROD AND GUN CLUB, INC, 



Copy oi" this letter mailed to 

GrQorge Hi McDonnell, County Hydraulic 

Engineer, Holyoke, Mass., on March 20, 1957 , 



WATER SUPPLY 
SEWERAGE 
SEWAGE DISPOSAL 
STRUCTURAL ENGINEERING 
ELECTRICAL ENGINEERING 



TIGHE&BOND, Inc. 
CONSULTING ENGINEERS 

BOWERS AND PEQUDT STREETS 

HOI-YOKE, MASSACHUSETTS 
TEL, JEfferson 3-3991 

George: H- McDonnell 
Philip W. Sheridan 



DAMS & POWER INSTALLATIONS 
HIGHWAYS & BRIDGES 
HOUSING DEVELOPMENT 
WASTE DISPOSAL 



March 26, 195 7 



The Hon, the Board of Gounuy Uommis si oners 
Hampcien County Court House 
Springf I el d « Mass « 

G-entl em en % 

In connection with, the letter dated 
March 18, 1957, from R. M.Stuart, ^ecy of the Holland 
Rod & Gun Club^ Inc** I have answered the questions 
contained In the said letter and enclose a copy of my 
communication to Mr. Stuart. The contents of this 
letter are self explanatory * 




ruly yours 



. ■ McDonnell 
County Hydraulic Engineer 



GHM/cmb 




<£xxmmmx\xxmltly at JB&Bzntlmsvttz 



:r^> 






<&ffxxt of % 
&2-$tol* Sirttt 



Tt&tllxmn JK SfupZ^tun 



firm* ?ti JFratet 

Stephen A. Moynahan, 
Chairman 



July 29/ 1970 



Holland Rod & Gun Club 

Holland, 

Massachusetts 

Gentlemen: 

In accordance with the provisions of Chapter 25 3, Section 45, et seq. , 
of the General Laws, Tercentenary Edition, relative to the inspection, 
condition and safety of the dams in Hampden County, you are hereby 
advised that your two dams located in the Town of Holland and formerly 
property of Rorabaugh, have been inspected by our engineer and your 
attention is called to the conditions noted and reported to us by him 
relative to both the Upper and Lower Dams. 

1T Upper Dam 

The embankment is partially breached in the vicinity of the old 
masonry spillway. The breach is wide enough but it should be 
deepened by the removal of stones and earth until the breach 
elevation approaches that of the bottom of the pond. 

Stones lying in the stream bed between the dam and the roadway 
culvert should be removed, If the stones are allowed to remain 
in their present location they may be washed into the culvert 
opening and plug the culvert. Should this occur, storm flow run- 
off could result in a washout of the roadway adjacent to and imme- 
diately below the dam. 



No water is ponded by the dam at time of normal stream flow. 
However, in time of high rates of runoff, water is ponded up to 
the elevation of the bottom of the breach thru the dam embankment. 
Normally, flow of the brook seeps thru the rock fill of the embank- 
ment at a rate approximately equal to the normal stream flow. 
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The embankment is becoming brush covered and it is apparent that 
the dam and pond have been abandoned by the Holland Rod & Gun 
Club. 

If the owner will deepen the breach as now existing thru the dam at 
the location of the old spillway, the quantity of water that can be 
stored during time of high rates of runoff will be reduced greatly. 
Also, by lowering the elevation of the breach, the breach itself will 
become more stable and there will be less chance of boulders being 
washed downstream towards the roadway culvert. M 

"Lower Dana 



This dam receives very little maintenance and, as a result, is be- 
coming dilapidated. Brush and small tree growth occurring on the 
top of the dam embankment has become so thick, on that portion of 
the embankment to the right of the spillway, that a proper inspection 
of the dam could not be made. All brush, weed and small tree growth 
on the top of the dam embankment and at the toe of the dam must be 
cut down if the dam is to remain in operation. This type of growth 
should be cut down annually, its regrowth discouraged and a good 
growth of turf developed on the top of the dam embankment. 

The upstream concrete wal 1 extending the length of the dam needs 
patching just to the right of the spillway. 

Water level in storage on the day of inspection was at the crest of 
the spillway. There were no stoplogs or flashboards on the spillway 
crest. 

Seepage was observed again under the dam and the rate of seepage is 
approximately equal to the dry weather rate of stream flow in the 
brook. The greatest amount of seepage was noted at the toe of the 
downstream stone masonry wall just to the left of the spillway. Wet 
areas were observed all along the toe area of the dam. None of these 
areas indicate a flow of water of sufficient quantity to be dangerous. 
No soil movement was noted. 

The stone wall forming the downstream face of the embankment is 
rough but satisfactory. 

In the opinion of the undersigned, the dam must be given more atten- 
tion and be maintained in a better manner. It is recommended that 
the owner be advised to do the maintenance work as outlined in my 
report. M 



The recommendations submitted to our Board by the County Hydraulic 
Engineer relative to your dams should be complied with immediately. 
In regard to the Upper Dam which has been abandoned, you should open 
the breach to a greater depth by. removing stones and dirt from the 
bottom of the breach so that in time of high rates of stream runoff there 
will be little or no water stored by the old abandoned Upper Dam, Much 
of this work could be done by hand. All loose stones and any debris that 
might plug the culvert under the roadway immediately below the dam 
should be removed to a location where flow of the stream will not wash 
these materials into the culvert. 

In regard to the Lower Dam, the maintenance work as outlined and de- 
tailed in the report of the County Hydraulic Engineer should be accom- 
plished, This maintenance work should be done in order to protect the 
investment that you have in the Lower Dam and to protect persons and 
property downstream from a possible dam failure. 

If you desire any further information on these matters, please do not 
hesitate to call on us. 

Very truly yours, 



BOARD OF COUNTY COMMISSIONERS 
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Howeletie Dam 



i$59 Holland 

Also see: Dam Keport Section: Holland. 

City/Town Holland 



Dam 



HoYtfslette Dam 



HOLLAND 
D09009 



HOWELETTE DAM 



NO IMAGE ON FILE FOR THIS RECORD 



(INFORMATION EXISTS ONLY ON A FILE CARD FROM THE 
OFFICE OF THE FORMER HAMPDEN COUNTY ENGINEER.) 



Maynard Dam 



a Holland 
Also see: Dam Keport Section: Holland. 



City/Town 



Holland 



Dam 



MaynardDani 



HOLLAND 
D09010 



MAYNARD DAM 



NO IMAGE ON FILE FOR THIS RECORD 



(INFORMATION EXISTS ONLY ON A FILE CARD FROM THE 
OFFICE OF THE FORMER HAMPDEN COUNTY ENGINEER.) 



Norcross Dams 



a Holland 
Also see: Dam Keport Section - Holland. 

City/Town Holland 



Dam 



Norcross Dams 



HOLLAND 
D0901 1 



NORCROSS DAMS 



NO IMAGE ON FILE FOR THIS RECORD 



(INFORMATION EXISTS ONLY ON A FILE CARD FROM THE 
OFFICE OF THE FORMER HAMPDEN COUNTY ENGINEER.) 



Perry Dam 



a Holland 
Also see: Dam Keport Section - Holland. 

City/Town Holland 



Dam 



Perry Dam 



HOLLAND 
D09012 



PERRY DAM 



NO IMAGE ON FILE FOR THIS RECORD 



(INFORMATION EXISTS ONLY ON A FILE CARD FROM THE 
OFFICE OF THE FORMER HAMPDEN COUNTY ENGINEER.) 



Sagalyii Dam 



a Holland 
Also see: Dam Keport Section - Holland. 



City/Town 



Holland 



Dam 



Sagalyn Dam 



HOLLAND 
D09013 



SAGALYN DAM 



NO IMAGE ON FILE FOR THIS RECORD 



(INFORMATION EXISTS ONLY ON A FILE CARD FROM THE 
OFFICE OF THE FORMER HAMPDEN COUNTY ENGINEER.) 



Sicliol Dam 



MJ56 Holland 

Also see: Dam Keport Section - Holland. 

City/Town Holland 



Dam 



Sichol Dam 



HOLLAND 
D09014 



SICHOL DAM 



NO IMAGE ON FILE FOR THIS RECORD 



(INFORMATION EXISTS ONLY ON A FILE CARD FROM THE 
OFFICE OF THE FORMER HAMPDEN COUNTY ENGINEER.) 



Stevens Brook Dam 



i$59 Holland 

Also see: Dam Eeport Section - Holland. 

City/Town Holland 



Dam 



Stevens Brook Darn 



HOLLAND 
D09015 



STEVENS BROOK DAM 



NO IMAGE ON FILE FOR THIS RECORD 



(INFORMATION EXISTS ONLY ON A FILE CARD FROM THE 
OFFICE OF THE FORMER HAMPDEN COUNTY ENGINEER.) 




End of Book D09~ Dams ~ Town of Holland 



